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PRICE LIST NO. 11 

EfFective August 1, 1964 


MICRO-MINIATURE TRIMMER POTENTIOMETERS 


RESISTANCE 


MODEL 

VALUE 

1-9 

10-24 

25-49 

50-99 

100-249 

250-499 

500-999 


To 5K 









(inclusive) 

2.39 

2.19 

2.04 

1.95 

1.89 

1.75 

1.69 

PC-1 < 

Above 

5K 

2.99 

2.63 

2.50 

2.39 

2.27 

2.15 

2.04 


To 5K 









(inclusive) 

2.39 

2.19 

2.04 

1.95 

1.89 

1.75 

1.69 

PC-2 • 

Above 

5K 

2.99 

2.63 

2.50 

2.39 

2.27 

2.15 

2.04 

MS-1 
MS-2 
MS-4 ■ 
MS-5 


6.50 

6.00 

5.90 

5.85 

5.75 

5.70 

5.60 

MS-7 

» 








MS-31 


14.95 

13.00 

11.95 

10.90 

9.75 

8.75 

7.95 

HR-1 
HR-2 
HR-4 < 
HR-5 

* 

8.75 

7.80 

7.38 

7.31 

7.19 

7.12 

7.00 

HR-7 










To 5K 









(inclusive) 

4.60 

3.25 

3.19 

3.05 

2.95 

2.80 

2.70 

HA-1 < 

Above 









5K 

4.95 

3.90 

3.80 

3.71 

3.60 

3.42 

3.25 


To 5K 









(inclusive) 

3.97 

3.42 

2.95 

2.69 

2.50 

2.32 

2.15 

M P-2 < 

Above 









5K 

4.76 

4.11 

3.54 

3.23 

2.99 

2.79 

2.58 




MICRO-MINIATURE RELAY 




MR-2 A 


19.50 

17.95 

17.70 

17.50 

17.25 

17.10 

16.90 



MICRO-MINIATURE ROTARY 

SELECTOR 

SWITCH 



MODEL 

1-9 

10-24 


25-99 

100-249 

250-499 

500-999 


SW-32 

SW-37 

7.95 

7.15 


6.51 

5.99 

5.57 

5.24 



Terms:—1% 10 days, net 30 days. 

F.O.B. Holbrook, Mass. 

Prices subject to change without notice. 

All prices are applicable to standard resistance values as 
listed in our bulletin. Any deviation or quantities in lots 
of 1,000 units and over is to be quoted directly from the 
factory. 


MINELCO 

MINIATURE ELECTRONIC COMPONENTS CORP. 

600 South Street Holbrook, Massachusetts 

Tel.: 963-7717, Area 617 TWX: 617-963-7660 


PRINTED IN U.S.A. 























